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23 %TOTOT, 2008 

TOTO.3TO. 2958(31).—^ %tr 1983 

to ^ totofk tof f^R tosM/sto^^ ^ 

TOF TOP t, 3TO? ^ %TT l^KI y+lR?1d 

tor tort 11 ^ foror ^ ^ arrorfro tot ^nro Ff, ?it 
^TO ^ TOTOTOm TOH TOTOkTO TOT 30 f^T TO^ 3FTO: fefel 
TOTO TO TOTO7 TOfTOTO, t^cnl TOTOFT, wft fTOTOTTTO TOTOTeTTO, RhIto 
TOTOTO, TO^ f^vft-110011 TOTt ^TOTTOTOkTT t I TOnfa TOTOTOT 
U5TR ^5fTO TOTeTT ^RT TOW TOTTO TOfc; TOcTf TOt | 

TOTOfrTTTTO : 

17.1 3 fHHfdRsM TOFTcPTOT :- 
'* 17.1 TOTOTOl TOit TO^HT, fed I $4 3lk RprfTO ^TO WR 
#TT fTOTO^ TOfa -$gM ^ftf$TOrT TOt TO? TORdtTO TO*$TO 

’Held TOUcil TOtI TOfR TOITO-IV TO^ 3FJTOF tTOiTOT 
wrom |T$ TOTOHf (TOTO'TSTO’pFFCTO 6.2.4.1 ff TOfyfiTRT) 
TO» TOlTO^f ff TOTOTO 4V*Iril ^<3H TOPri^bi TOfTOTOiRl, Id; evil 
TOFTOT TOf^fTO UFT TOt TOftfitT TO>] ^IF^lt I '' 

[TO. ^-20013/4/2008-^ TOT^TOt] 
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MINISTRY OF URBAN DEVELOPMENT 
(DEim DIVISION) 

PUBLIC NOTICE 
New Delhi, the 23rd December, 2008 

S.O. 2958(E). —The following amendments/ 
modifications which the Central Government propose to 
make in the building Bye-laws, 1983 for Delhi are hereby 
published for public information. Any person having any 
objection or suggestion may send the same in writing to 
the Under Secretary, Delhi Division, Ministry of Urban 
Development, Nirman Bhawan, New Delhi-110011 within a 
period of 30 days from the date of this notice. The person 
making the objection or suggestion should also give his/ 
her name and address. 

Modification: 

Modify Clause 17.1 as under:— 

“17.1 Buildings, shall be planned, designed and 
constructed to ensure fire safety and this shall be 
done in accordance with Part-IV Fire Protection 
of National Building Code of India. In the case of 
buildings (identified in Bye-laws No. 6.2.4.1), the 
building schemes shall also be cleared by the Chief 
Fire Officer, Delhi Fire Service.” 

[No. K-20013/4/2008-DDIB] 
P. K. SANTRA, Under Secy. 
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